ADMINISTRATIVE  NOTES 


Technical  Supplement 


U.S.  Government  Printing  Office 

Library  Programs  Service 

Vol.  4,  no.  10 

GP  3.16/3-3:4/10 

October  31,  1997 

Update  to  Federal  Depository  Library  Directory 

October  1997  1997-06 

Library  No. 

Entry 

Status 

0056B 

Mount  San  Antonio  College 
Learning  Resources  Library 
Documents  Section 
1100  North  Grand  Ave. 
Walnut,  CA  91789-1399 

Dropped 

0637A 

Patrick  Henry  Comnnunity 
College 

Learning  Resources  Center 
P.O.  Drawer  5311 
Rt.  174  North  to  College  Drive 
Martinville,  VA24115 

Dropped 

Shipping  List  Alert 

October  1997  1997-09 

Shipping  List 
No. 

Shipping  List 
Date 

Status 

97-0338-P 

08-21-97 

Agricultural  Outlook,  AO/243,  August  1997.  Change  item 
no.  from  0080-L  to  0080-G. 

97-0360-P 

09-12-97 

CD-10,  World  Aeronautical  Chart,  Scale  1:1,000,000, 
September  11,  1997.  Change  item  no.  from  0192-A-11  to 
0192-A-15. 

97-0369-P 

09-22-97 

1996  Statistical  Abstract,  National  Park  Service  Public  Use 
Statistics  Park  Service.  Change  item  no.  from  0648-1  to 
0648-C. 
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Whatever  Happened  to  . . «  ??? 

October  1997  1997-10 

Class  No. 

Item  No. 

Title 

Status 

A  93.10/2: 

0042-M 

Agricultural  Outlook 

Reinstated  for  paper 
distribution  due  to  high 
selection  rate.  Will  reprint 
missing  issues.  Also 
distributed  in  electronic 
format. 

D  101.85: 

0325-F 

INSCOM  Journal 

- 

Inadvertently  converted  to 
microfiche  format  effective 
with  v.  19,  Nov.  6,  November- 
December  1996.  All  issues  up 
to  and  including  v.  20,  no.  4, 
July-Aug.  1997  will  be 
secured  and  distributed  in 
microfiche.  Effective  with  v. 
20,  no.  5,  Sept.-Oct.  1997,  full 
paper  distribution  will  resume. 

J  1.30: 

071 9-C 

Report  of  the  Attorney  General  to 
the  Congress  of  the  U.S.  on 
Administration  of  Foreign  Agents 
Registration  Act 

The  publisher  did  not  issue 
this  title  for  1992,  1993,  and 
1994. 

L  2.3/4-3: 

0768-A-01 

Career  Guide  to  Industries 

Next  issue,  Bulletin  no.  2503, 
scheduled  for  publication  early 
in  1998. 

LC  19.13: 
28/2 

0806-A-04 

Projects  &  Experiments,  April- 
June  1997 

Shipping  List  97-0253-P.  Vol. 
28,  no.  2  replaced  the  April- 
June  1997  issue  of  News. 
Future  issues  will  continue  to 
be  classed  under  LC  19.13/2: 
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Classification/Cataloging  Update 

October  1997  1997-10 

Class  No. 

Item  No. 

Shipping 
List  No. 

Title 

Status 

A  1.34:1851 

0015 

97-0784-M 

Forecasting  Seven 
Components  of  Food  CPI,  An 
Initial  Assessment,  Sept.  1996 

Change  class  to: 
A  1.36:1851 
Correct  item:  0016 

A  13.28:P 
28/2 

0080-G 

92-0384-P 

Flood  Plain  Management 
Study:  Pawnee  Creek  in  Logan 
County,  Colorado 

Change  class  to: 
A  57.64/4:  P  28 
Correct  item:  0102-B- 
06 

A  13.88: 
GTR-INT- 
oi  y 

0083-B-06 

95-0593-M 

Ecology  and  Management  of 
Larix  Forest 

Change  class  to: 
A13.88:INT-GTR- 

319 

ED  1 .340/2: 
996-97/3/1 

0461 -D-11 

97-01 25-P 

ENC  Focus,  V.  3,  Issue  1, 
1996-1997 

Change  class  to: 
ED  1.340/2:3/1 

ED  1 .340/2: 
997/4/2 

0461 -D-1 1 

97-01 91 -P 

ENC  Focus,  V.  4,  Issue  2, 
1997 

Change  class  to: 
ED  1.340/2:4/2 

ED  1 .340/2: 
997/4/3 

0461 -D-11 

97-0327-P 

ENC  Focus,  V.  4,  Issue  3, 
1997 

Change  class  to: 
ED  1.340/2:4/3 

HE  1.1002: 
M  66/14 

0447-A-01 

97-0736-M 

Minority  Elders:  Linking 
Research  to  Solutions,  March 
31,  1995 

Change  class  to: 
HE  1.1002:M  66/23 

HE20.2:C 
42 

0485 

97-0062-P 

Proceedings  of  the  Seminar  on 
Responding  to  the 
Consequences,  1995 

Change  class  to: 
HE  20.2:C  42/2 

HE  20.4008: 
SA  1/2/997 

0475-G 

97-0356-P 

Keep  Your  Food  Safe,  Revised 
May  1997 

Change  class  to: 
HE  20.4002:SA 
1/2/997 

HE  20.8302: 
IN  8/2/996 

0498-C-01 

97-0292-P 

Annual  Report  of  Intramural 
Research  Program  Activities 
FY  1996 

Change  class  to: 
HE  20.8321:996 
Correct  item:  0483-G- 
04 

i  19.76:97- 
357 

0624-H 

97-0060-E 

Topographic  Data  Sets  for 
Texas  by  River  Basin,  Open- 
File  Report  97-354,  1997 

Change  class  to: 
1 19.76:97-354 

1  29.39:SA  5 
M/3/SPAN. 

0654 

97-0324-P 

Santa  Monica  Mountains, 
National  Recreation  Area, 
1996  (Spanish) 

Change  class  to: 
1  29.39:SA  5 
M/3/996/SPAN. 

149.113: 
997/1 

061 2-R 

97-0348-P 

Notes  1 ,  National  Conservation 
Training  Center,  Summer  1997 

Change  class  to: 
1  49.106/7-2:1 
Correct  item:  061 6-A- 
01 

173.10:31 

0615-B-03 

Unknown 

Planar  PCB  Hazards  to  Fish, 
vviiGiire,  ano  inveneoraies.  a 
Synoptic  Review.  Biological 
Report  31,  August  1996 

Change  class  to: 

1  43.oi}/Z.o1 

Correct  item:  061 1-R- 
01 

J  29.1 3:973- 
95 

0968-H-16 

97-0296-P 

Criminal  Victimization,  1973- 
95,  National  Crime 
Victimization  Survey,  April 
1997 

Change  class  to: 
J  29.1 3:V  66121973- 
95 
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Classification/Cataloging  Update 

October  1997  1997-10 

Class  No. 

Item  No. 

Shipping 

Title 

Status 

NCU 

1 .20:997/6 

0526-D 

97-0350-P 

NCUA  Nev/s,  no.  6,  Aug.  1997 

Change  class  to: 
NCU  1.20:997/7. 
unange  iiiie  lo. 
NCUA  News,  no.  7, 
Aug.  1997  (misprint 
on  publication) 

PM 

0294 

97-0364-P 

Notice  and  Posting  System, 
ivoiice  no.  y/  -jy,  Mug.  /cy, 
1997 

Change  class  to: 

DM  I  1 /l/il'Q7_4fl 
rvn  1 . 1          f -^u 

T  22.2/1 5: 

R9Q9/0Q7  9 

0956-J 

97-0275-P 

Fiscal  Year  Return  Projections 
Tor  ine  uniiea  oiaiss.  lyy/- 
2005,  Fiscal  Year  1999  Budget 
Cycle,  Spring  1997  Update, 

Anril  1  QQ7 

Change  class  to: 

Y  1 .3/3: 
997/6/1 6/CO 

PR 

0988-B 

Unknown 
MF 

Senate  of  the  U.S.,  Calendar 
of  Business,  Days  of  Session 
ou,  June  ID,  lyy/    otar  nrini 

Change  class  to: 
¥1.3/3:997/80/ 

\i\Jt\TS.. 

Y  1 .3/3: 
997/6/25 

0988-B 

Unknown 
MF 

Senate  of  tiie  U.S.,  Calendar 
of  Business,  Days  of  Session 

R7    li  mo         ^  QQ7 

Change  class  to: 
Y  1.3/3:997/87 

Y  1 .3/3: 
997/6/26 

0998-B 

Unknown 
MF 

Senate  of  the  U.S.,  Calendar 
of  Business,  Days  of  Session 

ftS    li  ino  OP,   1  QQ7 

oo,  June  zo,  lyy/ 

Change  class  to: 
Y  1.3/3:997/88 

Y  1 .3/3: 
997/6/27 

0988-B 

Unknown 
MF 

Senate  of  the  U.S.,  Calendar 
of  Business,  Days  of  Session 

RQ    iiincs97  1QQ7  *  <^tflr  Print 

Change  class  to: 
Y  1.3/3:997/89 

Y  1 .3/3: 
997/7/7 

0988-B 

Unknown 
MF 

Senate  of  the  U.S.,  Calendar 
of  Business,  Days  of  Session 

OA     |,  iK,  7    -1  Q07 

yu,  July  1 ,  1  yy  / 

Change  class  to: 
Y  1.3/3:997/90 

Y  1 .3/3: 
997/7/8 

0988-B 

Unknown 
MF 

Senate  of  the  U.S.,  Calendar 
of  Business,  Days  of  Session 
y  1 ,  JUiy  o,  1  yy  i 

Change  class  to: 
Y  1.3/3:997/91 

Y  1.3/3: 
997/7/10 

0988-B 

Unknown 
MF 

Senate  of  the  U.S.,  Calendar 
of  Business,  Days  of  Session 

Q**     li  iK/  -in    -(  OQ7 

yo,  JUiy  1  u,  1  yy  / 

Change  class  to: 
Y  1.3/3:997/93 

Y  1.3/3: 
997/7/1 1 

0988-B 

Unknown 

MF 

Senate  of  the  U.S.,  Calendar 
of  Business,  Days  of  Session 
y4,  JUiy  1 1 ,  lyy? 

Change  class  to: 
Y  1.3/3:997/94 

Y  1 .3/3: 
997/7/14 

G988-B 

Unknown 
MF 

Senate  of  the  U.S.,  Calendar 
of  Business,  Days  of  Session 

Change  class  to: 
Y  1.3/3:997/95 

Y  1 .3/3: 
997/7/1 5 

0998-B 

Unknown 
MF 

Senate  of  the  U.S.,  Calendar 
of  Business,  Days  of  Session 
96,  July  15,  1997 

Change  class  to: 
¥1.3/3:997/96 

Y  1 .3/3: 

997/9/2/CO 

RR. 

0988-B 

Unknown 
MF 

Senate  of  the  U.S.,  Calendar 
of  Business,  Days  of  Session 
108,  September  2,  1997 

Change  class  to: 
Y  1.3/3:997/108 
/CORR. 
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Classification/Cataloging  Update 

October  1997  1997-10 


1  Class  No. 

Item  No. 

Shipping 
List  No. 

Title 

Status 

Y  1  .o/o. 

997/9/3 

UyoO-D 

unKnown 
MF 

Qon-ato  of  tho  1  1  Q  r^olonHcir 
Oclldlt;  Ul  ulfcJ  U.O.,  OdlcilUdr 

of  Business,  Days  of  Session 
109,  September  3,  1997 

Y  1.3/3:997/109 

v  ^  111- 
Y  1  .o/o. 

997/9/16 

nOQQ  D 

UyOcJ-D 

Unknown 
MF 

oenaie  oi  ine  u.o.,  v.yaienaar 
of  Business,  Days  of  Session 
118,  September  16,  1997 

unange  ciass  lo. 
Y  1.3/3:997/118 

Y  1  .o/o. 

997/9/17 

DQQQ  D 

(jyoo-D 

Unknown 
MF 

oenaie  or  me  u.o.,  uaienuar 
of  Business,  Days  of  Session 
119,  September  17,  1997 

unange  ciass  lo. 
Y  1.3/3:997/119 

Y  1 .3/3: 
997/9/18 

0988-B 

Unknown 
MF 

Senate  of  tlie  U.S.,  Calendar 
of  Business,  Days  of  Session 
120,  September  18,  1997 

Change  class  to: 
Y  1.3/3:997/120 

Y  1.3/3: 
997/9/19 

0988-B 

Unknown 
MF 

Senate  of  the  U.S.,  Calendar 
of  Business,  Days  of  Session 
121,  September  19,  1997 

Change  class  to: 
Y  1.3/3:997/121 

Y4.EC  7:EC 
7/71 

1000-B 

97-0227-P 

The  1997  Economic  Report  of 
the  President:  Economic  and 
Budget  Outlook,  Part  2 

Change  class  to: 
Y4.EC  7:EC 
7/71 /PT.2 
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Upc 

October  1997 

jate  to  the  List  of  Classes 

Miscellaneous  1997-10 

Class  No. 

item  No. 

Title 

Status 

A  88.1 1/4: 

0024-P-04 

Daily  Spot  Cotton 
Quotations 

Cancel  item  0024-P-04.  Now  see:  item  0024- 
B-12.  Libraries  receiving  item  0024-P-04  will 
now  receive  this  title.  Deselect  this  new  item 
number  if  you  do  not  wish  to  receive  further 
issues. 

A  98.20: 

0088-B 

Famiiy  Economics  and 
Nutrition  Review 

Cancel  item  0088-B.  Now  see  item  0074-A- 
09.  Libraries  receiving  item  0088-B  will  now 
receive  0074-A-09.  Deselect  this  new  item 
number  if  you  do  not  wish  to  receive  further 

issues. 

C  3.138/7: 

0138-A-02 

Monthly  Product 
Announcements 

Add  format:  (EL)  URL: 
http://www.census.gov/mp/vww/mpa.html 

C  21.14:R  86/ 

0262 

U.S.  Trademark  Law, 
Rules  of  Practice  and 
Federal  Statutes 

Per  publisher,  this  is  for  internal  use  only.  No 
longer  a  depository  item. 

C  21.26/2: 

0256-A-02 

General  Infor  mation 
Concerning  Patents 

Add  format:  (EL)  URL: 

http://www.uspto.gov/web/offices/pac/doc/ge 

neral/ 

C  55.16: 

0250-E-04 

Federal  Plan  for 
Marine  Environmental 
Prediction 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

C  55,27/2: 

0834-R 

Weather  Modification 
Activities  Report, 
Calendar  Year 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

"C55!2773':~"~ 

0834-R 

Weather  Modification 
Reporting  Program 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

C  55  38- 

~025(^E^T  ~~ 

Sp3  firant  Ripnnia! 
Report 

Disoorifinijpri  hv  niihiishpr  Cancpl  class  and 
item  number. 

C  55  38/2- 

0250-E-21 

Thp  Natinnal  Spa 
Grant  Program, 
Annual  Retreat  Report 

Disrnntinijpd  hv  nuhlishpr  Cancpl  class  and 
item  number. 

C  55  39- 

0250-E-23 

Aniiatir  Sripnnps  and 
Fisheries  Information 
System:  ASFIS 
References  Series 

Discontinued  bv  nuhlisher  Cancel  class  and 
item  number. 

C  55.40: 

0250-E-24 

Universities  and  Their 
Relations  with  the 
NOAA 

Discontinued  by  publisher,  Cancel  class  and 
item  number. 

C  55.42: 

0250-E-27 

Ocean  Thermal 
Energy  Conversion 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

C  55.227: 

0273-D-03 

international  Decade 
of  Ocean  Exploration, 
Pr  ogress  Report 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

C  55.229/3: 

0273-D-08 

Packaged  Literature 
Search 

Discontinued  by  publisher.  Cancel  class. 
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Update  to  the  List  of  Classes 


October  1997  Miscellaneous  1997-10 


Class  No. 

Item  No. 

Title 

Status 

C  55.285: 

0274 

River  Forecasts 
Provided  by  the 
National  Weather 
Service 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

C  59.11/3: 

0228-A-01 

Business  Statistics, 
Biennial  Supplement 
to  Survey  of  Current 
Business 

No  longer  an  U.S.  Government  Publication. 
Cancel  class  and  item  number. 

1  C  59.19: 

0130-D-05 

Methodology  Papers: 
U  S  National  Income 
and  Product  Accounts 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

0  61.19/2: 

0231-B-22 

Foreign  Buyer 
Program  Export 
Interest  Directory 
(series) 

Discontinued  by  publisher.  Cancel  class. 

C  61.31/2: 

0126-D-13 

Franchising  in  the 
Economy 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

D  101.43: 

0323-A 

Army  Reserve 
Magazine 

Add  format  (EL)  URL: 

httjj://www. army.mil/usar/armaq/armag. htm 

D  207.309: 

0307-A-02 

Naval  Reservist  News 

Now  see:  item  no.  0404-P-01 .  Libraries 
receiving  item  no.  0307-A-0-2  will  now 
receive  this  title.  Deselect  this  new  item 
number  if  you  do  not  wish  to  receive  further 
issues. 

D  208.22: 

0405-C 

Perspective 

Add  format  (EL)  URL: 

http://www.navv.mil/homepages/bupers/pers 
pect.html 

D  208.209: 

0408-A-03 

Naval  War  College 
Review 

Add  format  (EL)  URL: 

http://www.usnwc.edu/nwc/review.htm 

D  301.8: 

0422 

Citizen  Airmen 

Add  format  (EL)  URL: 

http://www.afres.af.mil/hq/citamn/default.htm 

D  301.26/24- 
2: 

0422-A-01 

Airpower  Journal 
(Portuguese) 

Add  format  (EL)  URL: 
http://www.cdsar.af.mil/apiipor.html 

D  301 .26/24- 
3: 

0422-A-02 

Airpower  Journal 
(Hispanoamericana) 

Add  format  (EL)  URL: 
http://vww.cdsar.af.mil/apjiesp.html 

D  301 .73: 

042 1-C 

The  Air  Force 
Comptroller 

Add  format  (EL)  URL: 
http://www.saffm.hq.af.mil/SAFFM/ 

E  1 .95/2: 

0429-A-19 

Southwestern  Power 
Administration,  Annual 
Report 

Cancel  class  and  item  no.  Now  see:  E  8.1: 
(same  title),  item  no.  0430-K-07.  Libraries 
selecting  0429-A-19  will  now  receive  item  no. 
0430-K-07.  Deselect  this  new  item  number  if 
you  do  not  wish  to  receive  further  issues. 

FHF  1.15: 

0595-B 

Rates  and  Terms  on 
Conventional  Home 
Mortgages  Annual 
Summary 

Change  title  to:  Monthly  Interest  Rate 
Survey  and  Annual  Summary  (EL)  URL: 
http://www.fhfb.gov/mirs.htm 

FMC  1.12: 

0432-L-02 

Automobile 

Manufacturers 

Measurements 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 
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Upc 

October  1997 

Jate  to  the  Lh 

fVlisceSia 

It  of  Classes 

neous  1997-10 

Class  No. 

Item  No. 

Title 

status 

FT  1 .32/2: 

0535-A-04 

F'acts  for  Business 
(various  tities) 

Cancel  class  and  item  no.  Now  see:  FT 
1.33:,  Facts  for  Business,  item  0535-B. 
Libraries  selecting  0535-A-04  will  now 
receive  0535-B.  Deselect  this  new  item 
number  if  you  do  not  wish  to  receive  further 
issues. 

GP1.38: 

0548-C 

Marketing  Moves 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

HE  20.316: 

0486-1-03 

Trends  in  Indian 
Health 

Add  format  (EL)  URL: 

http://www.ihs.g0v/5Pubs/Trends/T  rends96.h 
tml 

HE  20.319: 

0486-T-01 

Regional  Differences 
in  Indian  Healtii 

Add  format  (EL)  URL: 

http://www.ihs.g0v/5Pubs/Trends/Trends96.h 
tml 

HE 

20.3151/2: 

0507-G-17 

Division  of  Cancer 
Research  Resources 
and  Centers:  Annual 
Report 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

HE 

20.3151/3: 

0507-G-19 

Division  of  Cancer 
Etiology 

Discontinued  by  publisher.  Cancel  class. 

HE 

20.3151/4: 

0507-G-20 

Division  of  Cancer 
Prevention  and 
Control 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

HE 

20.3151/5: 

"^07^-2T~ 

Division  of  Cancer 
Treatment,  Annual 
Report 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

HE 

20.3151/6: 

0507-G-23 

Division  of  Cancer 
Biology  and 
Diagnosis,  Annual 
Report 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

HE 

20.3151/7: 

0507-G-35 

Division  of  Extramural 
Activities,  Annual 
Report 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

HE 

20.3161/2: 

0507-G-49 

News  from  the 
National  Cancer 
Institute 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

HE 

20.3165/2: 

0507-G-22 

Cancer  Information 
Clearinghouse,  Office 
of  Cancer 
Communications 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

HE  20.3166: 

0507-V 

NCI  Research  Reports 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

HE 

20.3168/3: 

0507-G-02 

National  Cancer 
Program:  Publications 

Discontinued  by  publisher.  Cancel  class. 

HE 

20,3168/4: 

'~0507-G~'08''~ 

Director's  Report  and 
Annual  Plan  for  FY. . . 
National  Cancer 
Program 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 
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October  1997 

date  to  the  List  of  Classes 

Miscellaneous  1997-10 

Class  No. 

Item  No. 

Title 

Status 

HE  20.3169: 

0507-G-02 

Progress  Against 
(various  cancer 
diseases) 

Discontinued  by  publisher.  Cancel  class. 

HE  20.3181: 

0507-G-36 

Children  with  Cancer 
(series) 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

HE 

20.3182/2: 

0507-G-37 

Backgrounder 

Discontinued  by  publisher.  Cancel  class. 

HE 

20.3182/3: 

0507-G-37 

Update  (various 
topics) 

Discontinued  by  publisher.  Cancel  class. 

HE 

20.3182/4: 

0507-G-37 

Partners  in  Prevention 
Update 

Discontinued  by  publisher.  Cancel  class. 

HE  20.3189: 

0507-G-18 

Office  of  the  Director, 
Annual  Report 

Discontinued  by  publisher.  Cancel  class. 

HE  20.3214: 

0507-E-07 

National  High  Blood 
Pressure  Education 
Program  Infomemo 

Ceased  in  1992.  Cancel  class  and  item 
number.  Now  included  in  HeartMemo,  HE 
20.3225:,  item  0507-E-16.  Libraries  selecting 
0507-E-07  will  now  receive  0507-E-16. 
Deselect  this  new  item  number  if  you  do  not 
wish  to  receive  further  issues. 

HE  20.3224: 

0507-E-13 

Minority  Programs  of 
the  National  Heart, 
Lung  and  Biood 
Institute 

Discontinued  by  publisher.  Cancel  class. 

HE  20.9116: 

0532-E-22 

InFOHmation:  The 
Federal  Occupational 
Health  memo  series. 
Bibliographies  and 
Lists  of  Publications 

Add  format  (EL)  URL: 

http://www.foh.dhhs.qov/foh2/infohmation/no 
vfoh.^df 

HE  20.9411: 

0486-L 

Cancel  class  and  item  no.  Now  see:  HE 
20.309:  (same  title),  item  0486-8-02. 
Libraries  selecting  0486-L  will  now  receive 
this  title.  Deselect  this  new  item  no.  if  you  do 
not  wish  to  receive  further  issues. 

HE  20.9412: 

0486-M 

Directories 

Cancel  class  and  item  no.  Now  see:  HE 
20.310:,  (same  title),  item  0404-P-01. 
Libraries  selecting  0486-M  will  now  receive 
0404-P-01 .  Deselect  this  new  item  no.  if  you 
do  not  wish  to  receive  further  issues. 

HE  20.9413: 

0486-F-01 

Navajo  Area  Indian 
Health  Service,  Office 
of  Environmental 
Health  and 
Engineering,  Annual 
Report 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

HE  20.9414: 

0486  N 

Annual  Report  to 
Congress,  Indian  Civil 
Service  Retirement 
Act 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 
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1                Update  to  the  List  of  Classes 

[October  1997                     Miscellaneous  1997-10 

1  Class  No. 

item  No. 

Tstie 

btatub 

HE  20.9415: 

0486-P 

Posters 

Cancel  class  and  item  number.  Now  see:  HE 
20.312:,  Posters,  item  0486-S-04.  Libraries 
selecting  0486-P  will  now  receive  item.  0486- 
S-04.  Deselect  this  new  item  number  if  you 
do  not  wish  to  receive  further  issues. 

HE  20.941 7: 

0486-T 

Trends  in  Utilization  of 
Indian  Health  Service 
and  Contract  Hospitals 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

HE  20.9418: 

0486-S 

Indian  Health  Service 
Scholarship  Program 

Cancel  class  and  item  number.  Now  see:  HE 
20.317:,  item  0486-S-01.  Libraries  selecting 
0486  will  now  receive  0486-S-01 .  Deselect 
this  new  item  number  if  you  do  not  wish  to 
receive  further  issues. 

HE 

20.9418/2: 

0486-S 

Indian  Health  Service 
Scholarship  Program 
Student  Handbook 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 

HE  20.9419: 

0486-P- 01 

Maps 

Cancel  class  and  item  number.  Now  see:  HE 
20.311:,  Maps,  item  0486-S-05.  Libraries 
selecting  0486-P-01  will  now  receive  0486-S- 
05.  Deselect  this  new  item  number  if  you  do 
not  wish  to  receive  further  issues. 

HE  20.9420: 

0486-P-02 

Forms 

Cancel  class  and  item  number.  Now  see:  HE 
20.313:,  Forms,  item  0486-8-06.  Libraries 
selecting  0486-P-02  will  now  receive  0486-S- 
06. 

HE  23.1017: 

0530-B'09 

Child  Care  Bulletin 

Add  format  (EL).  URL: 
http://ericps.ed.uiuc.edu/nccic/ccbullet.html 

!  49.113: 

061 2-R 

Notes,  National 
Conservation  Training 
Center 

Cancel  class  and  item  number.  Now  see:  1 
49.106/7-2:,  item  0616-A-01.  Libraries 
selecting  061 2-R  will  now  receive  0616-A-01. 
Deselect  this  new  item  number  if  you  do  not 
wish  to  receive  further  issues. 

1  73.2: 

061 5-B 

General  Publications 

National  Biological  Service  became  the 
Bioiogica!  Resources  Division,  US  Geological 
Survey,  in  October  1996.  Cancel  class  and 
item  number.  Now  see:  1 19.202:,  item  0626- 
C.  Libraries  selecting  061 5-B  will  now 
receive  0626-C.  Deselect  this  new  item 
number  if  you  do  not  wish  to  receive  further 
issues. 

1  73.8: 

0615-B-01 

Handbooks,  Manuals, 
Guides 

Cancel  class  and  item  number.  Now  see:  1 
19.208:,  item  0626-C-01.  Libraries  selecting 
0615-B-01  will  now  receive  0626-C-01. 
Deselect  this  new  item  number  if  you  do  not 
wish  to  receive  further  issues. 

1  73.9: 

0615-B-02 

Research  Publications 
of  the  National 
Biological  Service 

Discontinued  by  publisher.  Cancel  class  and 
item  number. 
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1  Up( 

October  1997 

Jate  to  the  List  of  Classes 

Miscellaneous  1997-10 

Class  No. 

Item  No. 

Title 

Status 

1  73.10: 

0615-B-03 

Biological  Science 
Report  (series) 

Cancel  class  and  item  number.  Now  see:  1 
19.209:,  item  0626-C-02.  Libraries  selecting 
0615-B-03  will  now  receive  0626-C-02. 
Deselect  this  new  item  number  if  you  do  not 
wish  to  receive  further  issues. 

173.11: 

0615-B-04 

Information  and 
Technology  Report 
(series) 

Cancel  class  and  item  number.  Now  see:  1 
19.210:,  item  0626-C-03.  Libraries  selecting 
0615-B-04  will  now  receive  0626-C-03. 
Deselect  this  new  item  number  if  you  do  not 
wish  to  receive  further  issues. 

J  1 .8/4: 

0717-A-01 

Technical  Assistance 
Guide 

Discontinued  by  publisher.  Cancel  class. 

J  1.58: 

0717-B-11 

FOIA  (Freedom  of 
Information  Act) 
Updates 

Add  format  (EL)  URL: 
http://www.usdoj.gov/oip/foi-upd.htni 

L  2.120: 

0769-P 

Employment  and 
Unemployment 
Among  Youth 

Add  format  (EL)  URL: 

http://stats.bls.aov/news.release/youth.nws.ht 
m 

NS  1 .26: 

0834-Y 

Antarctic  Journal  of 
the  U.S. 

Change  format  to  (P) 

Y3.F 
31/8:31/ 

1061-K-10 

Real  Estate  Asset 
Inventory 

Discontinued  by  publisher  with  Dec.  31,  1995 
issue.  Cancel  class  and  item  number. 

Y3.R  31/2:2 

1061-K-01 

General  Publications 

Agency  abolished.  Cancel  class  and  item 
number. 
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Up 

date  to  the  List  of  Classes 

October  1997 

New  Item  Numbers  1997-10 

CSass  No. 

stem  No. 

Title 

Status 

A  57.76: 

0121-G-02 

Electronic  Products 
(Miscellaneous) 

New  (E)  Libraries  selecting  0120  will  now 
receive  this  title.  Deselect  this  new  item 
number  if  you  do  not  wish  to  receive 
further  issues. 

A  57. 77: 

0121-G-02 

Soil  Quality  Infornnation 
Sheets 

New  (EL)  URL: 

http://www.statlab.isstate.edu/survey/SQI/ 
sqiinfo.shtml 

C  55.55: 

0128-M-02 

ACCP  (Atlantic  Climate 
Change  Program) 
Newsletter 

New  (EL)  URL: 

http://www.aoml.noaa.gov/phod/accp/ 

D  1.96: 

0307-A 

Voting  Information  News 

New  (EL)  URL: 
httD://www.fvap.gov/vin.html 

D  7.2/3: 

0314-A-20 

HTIS  (Hazardous 
Technical  Information 
Serx'ices)  Bulletin 

New  (EL)  URL: 

http://www.dscr.dla.mil/htis/bulletin.htm 

D  101.22/25- 
2: 

0307-A-08 

News  from  the  Front! 

New  (EL)  URL: 

http://call.armv.mil/cali/homepaqe/nftf.html 

D  101.125: 

0307-A-08 

Countermeasure 

New  (EL)  URL: 

http://safety.armv.mil/pubs/cm/index.html 

D  207.310: 

C404-P-01 

Electronic  Products 
(Miscellaneous) 

New  (E)  Libraries  selecting  0307-A-02  will 
now  receive  this  title.  Deselect  this  new 
item  number  if  you  do  not  wish  to  receive 
further  issues. 

E  1 .90/4: 

0429-X 

Full  Circle 

New  (EL)  URL: 
http://wM/»/.em. doe.gov/fulcir/ 

E  1.90/5: 

0429-X 

Subsistence  and 
Environmental  Health 

New  (EL)  URL: 

http://ww'jv.em. doe.gov/health/ 

E  1 .90/6: 

0429-X 

EM  Progress 

New  (EL)  URL: 

http://www.em.doe.gov/emprog/ 

E  1 .90/7: 

0429-X 

EM  State  Factsheets 

New  (EL)  URL: 

http://www.em.doe.gov/acc2006/states/ 

ED  1 .90: 

0455-N 

ED  Initiatives 

New  (EL)  URL: 

http://wwv,/.ed.gov/pubs/ED!nitiatives/ 

HE  20.309: 

0486-S-02 

Bibliographies  and  Lists  of 
Publications 

New  (P)  Libraries  selecting  0486-L  will  now 
receive  this  title.  Deselect  this  new  item 
number  if  you  do  not  wish  to  receive  further 
issues. 

HE  20.310: 

0486-S-03 

Directories 

New  (F)  Libraries  selecting  0486-M  will 
now  receive  this  title.  Deselect  this  new 
item  number  if  you  do  not  wish  to  receive 
further  issues. 

HE  20.311: 

0486-S-05 

Maps 

New  (P)  Libraries  selecting  0486-P-01  will 
now  receive  this  title.  Deselect  this  new 
item  number  if  you  do  not  wish  to  receive 
further  issues. 

HE  20.312: 

0486-S-04 

Posters 

New  (P)  Libraries  selecting  0486-P  will 
now  receive  this  title.  Deselect  this  new 
item  number  if  you  do  not  wish  to  receive 
further  issues. 
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Update  to  the  List  of  Classes 

October  1997                  New  Item  Numbers  1997-10 

1  Class  No. 

Item  No. 

Title 

Status 

HE  20.313: 

0486-S-06 

Forms 

New  (P)  Libraries  selecting  0486-P-02  will 
now  receive  this  title.  Deselect  this  new 
item  number  if  you  do  not  wish  to  receive 
further  issues. 

HH  13.2: 

0599-P-01 

General  Publications 
(Multi-Family  Housing 
Office) 

New.  Libraries  selecting  0582  will  now 
receive  this  title.  Deselect  this  new  item 
number  if  you  do  not  wish  to  receive  further 
issues. 

HH  13.8: 

0599-P-02 

Handbooks,  Manuals, 
Guides 

New.  Libraries  selecting  0599-P-01  will 
now  receive  this  title.  Deselect  this  new 
item  number  if  you  do  not  wish  to  receive 
further  issues. 

HH  13.15: 

0599-P-03 

Electronic  Products 
(Miscellaneous) 

New  (E)  Libraries  selecting  0599-P-01  will 
now  receive  this  title.  Deselect  this  new 
item  number  if  you  do  not  wish  to  receive 
further  issues. 

HH  13.16: 

0599-P-04 

Neighborhood  Networks 
News  (quarterly) 

New  (P)  (EL)  Libraries  selecting  0599-P-01 
will  now  receive  this  title.  Deselect  this  new 
item  number  if  you  do  not  wish  to  receive 
further  issues.  URL: 
http://www.hud.gov/nnw/nnwindex.html 

1  19.202: 

0626-C 

General  Publications 
(Biological  Resources 
Division) 

New.  Previously  classed:  1  73.2:,  item 
061 5-B.  Libraries  selecting  0615-B  will 
now  receive  this  title.  Deselect  this  new 
item  number  if  you  do  not  wish  to  receive 
further  issues. 

1  19.208; 

0626-C-01 

Handbooks  Manuals 
Guides 

New  (P)  Previously  classed:  1  73.8:,  item 
0615-B-01.  Libraries  selecting  0615-B-01 
will  now  receive  this  title.  Deselect  this  new 
item  number  if  you  do  not  wish  to  receive 
further  issues. 

1  19.209: 

0626-C-02 

Biological  Science  Report 
(Series) 

New  (MF)  Previously  classed:  1  73.10:, 
item  0615-B-03.  Libraries  selecting  0615- 
B-03  will  now  receive  this  title.  Deselect 
this  new  item  number  if  you  do  not  wish  to 
receive  further  issues. 

1  19.210: 

0626-C-03 

Information  and 
Technology  Report 
(series) 

New  (MF)  Previously  classed:  1  73.11:, 
item  0615-B-04.  Libraries  selecting  0615- 
B-04  will  now  receive  this  title.  Deselect 
this  new  item  number  if  you  do  not  wish  to 
receive  further  issues. 

!  49.106/7-2: 

0616-A-01 

Notes,  National 
Conservation  Training 
Center 

New  (P)  Previously  classed:  1  49.113:,  item 
0612-R. 

J  1.1/11: 

0717-C-24 

FOIA  Annual  Report 
(Freedom  of  Information 
Act) 

New  (EL)  URL: 

http:www.usdoj.gov/oip/foia-ar.htm 
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Update  to  the  List  of  Classes 

October  1997                   New  Item  Numbers  1997-10 

NO. 

item  NO. 

i  itie 

otatus 

J  1.14/23: 

0717-C-25 

Electronic  Products 
(Miscellaneous) 

New  (E)  Libraries  selecting  071 8-B  will 
now  receive  this  title.  Deselect  this  new 
item  number  if  you  do  not  wish  to  receive 
further  issues. 

J  29.9/6-2; 

0968  -H  -3 1 

Sourcebook  of  Criminal 
Justice  cjiaiistics 

New  (CD)  Libranes  selecting  0968-H-06 
will  now  receive  this  title.  Deselect  this  new 
item  number  if  you  do  not  wish  to  receive 

lUiUlc!  looUco. 

J  35.2: 

0719-A-02 

General  Publications 

/\ /lo^lnn/"'^  A/'Kaif^ot  \A//MfV^*in 

\VIOIt?riOc  Mydlilbl  vvurTicri 

Office) 

New.  Libraries  selecting  0717  will  now 
receive  inis  xiiie.  ueseieci  mis  new  iiem 
number  if  you  do  not  wish  to  receive  further 
issues.  URL:  http://www.usdoj.gov/vawo/ 

J  35.5: 

0719-A-01 

Laws 

New  (EL)  URL:  http://www.usdoj.gov/vawo/ 

J  ooJ. 

0/19-A-01 

Press  Releases 

New  (EL)  URL:  http://www.usdoj.gov/vawo/ 

J  35.8. 

0719-A-01 

Handbook,  Manuals,  and 
Guides 

New  (EL)  URL:  http://www.usdoj.gov/vawo/ 

J  35.10: 

0719--A-01 

Violence  Against  Women 
Act  NEWS 

New  (EL)  URL: 

http://www.reeusda.gov/pavnet/viol/ 

J  35.19: 

0719-A-01 

Electronic  Products 
(Miscellaneous) 

New  (E)  Libraries  selecting  071 8-B  will 
now  receive  this  title.  Deselect  this  new 
item  number  if  you  do  not  wish  to  receive 
further  issues. 

NAS  1.24/4: 

0830-Z-01 

NASA  STI  Directory 

New  (EL)  URL:  http://www.sti.nasa.gov 

PR  42.8/4: 

0851-J-13 

The  Journal  of  Public 
Inquiry,  A  Publication  of 
the  Inspectors  General  of 
the  United  States 
(semiannual) 

New  (P)  (EL)  Libraries  selecting  0851 -J  will 
now  receive  this  title.  Deselect  this  new 
item  number  if  you  do  not  wish  to  receive 
further  issues.  URL: 

http://www.ignet.gov/ignet/internal/pcie/pci 
e.html#gri 

LPS  E-Mail  Addresses  Changed  to  Uniform  Pattern: 

@gpo.gov 

After  the  installation  of  the  LPS  local  area  network  this  summer,  all  LPS  e-mail 
addresses  changed  to  the  pattern:  (name)@gpo.gov.  Please  update  your  records  and 
use  the  new  phone  numbers  and  e-mail  addresses  as  listed  in  the  directory  on  the  next 
page. 
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Library  Programs  Service  B 

Revised  October  1997 

directory 

Voice 

Fax 

E-mail 

DIRECTOR'S  OFFICE 

James  Young 

202-512-2332 

202-512-1432 

jyoung@gpo.gov 

William 
Thompson 

202-512-1114 

202-512-1432 

wthompson@gpo .  gov 

LIBRARY  DIVISION 

Gil  Baldwin 

202-512-1002 

202-512-1432 

ebaldwin@gpo.gov 

DEPOSITORY  ADMINISTRATION  BRANCH 

Robin  Haun- 
Mohamed 

202-512-1071 

202-512-1636 

rhaun-mohamed@gpo.gov 

Mike  Clark 

202-512-1619 

202-512-1636 

mclark@gpo.gov 

Laurie  Hall 

202.-512-1062 

202-512-1636 

lhall@gpo.gov 

Michele  Harris 

202-512-1060 

202-512-1636 

mharris@gpo.gov 

Earl  Lewter 

202-512-1129 

202-512-1636 

elewter@gpo .  gov 

DEPOSITORY  SERVICES  STAFF 

Sheila  McGarr 

202-512-1119 

202-512-1432 

smcgarr@gpo.gov 

Cindy  Etkin 

202-512-1119 

202-512-1432 

cetkin@gpo.gov 

Thomas  Oertel 

202-512-1119 

202-512-1432 

toertel@gpo.gov 

Gail  Snider 

202-512-1119 

202-512-1432 

bsnider@gpo,gov 

John  Tate 

202-512-1119 

202-512-1432 

jtate@gpo.gov 

CATALOGING  BRANCH 

Tad  Downing 

202-512-1121 

202-512-1432 

tdowning@gpo.gov 

ELECTRONIC  TRANSITION  STAFF 

George 
Bamum 

202-512-1071 

202-512-1636 

gbamum@gpo.gov 

Lee  Morey 

202-512-1698 

202-512-1636 

dmorey@gpo .  gov 

Sandy  Morton- 
Schwalb 

202-512-1698 

202-512-1636 

smorton-schwalb@gpo.gov 

Joe  Paskoski 

202-512-1698 

202-512-1636 

jpaskoski@gpo.gov 

DEPOSITORY  DISTRIBUTION  DIVISION 

Vicki  Barber 

202-512-1014 

202-512-1432 

vbarber@gpo.gov 

Colleen  Davis 

202-512-1007 

202-512-1429  (claims) 
202-512-1432  (other) 
202-512-1636  (backup) 

cdavis@gpo.gov 
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